ENGINEERING 
CHANGE 
NOTICE 
DART AEROSPACE 
LTD 


Date: 
13.06.05 
Job No.: 
ENG4106 
ADR 
Yes/No: 
N 
ADRDale~ 
: ECN#T13- 573 
Product 
No.: 
D212-580 
Created 
By: 
':::J: Approved 
B 
Product 
Name: 
LED Pulse light 
Checked 
By. 


Distribution 
Reqd 
Resp 
Initial I 
Distribution 
Reqd 
Resp 
Initial J 
Date (YYIMMIDD) 
Date (YYIMMIDD) 
Director of Operations 
V 
NF 
DQA I QA Coord. 
V 
PS 
Production 
Manager I Coorct 
V 
WMF 
ac Coordinator 
V 
ED 
Purchasing 
Coord. 
N 
CL 
Customer 
Support 
V 
SWILM 
Production 
Engineering 
Coord. 
N 
DD/JLM 
Customer 
TechnicaJ 
Support 
V 
MBIHS 
Production 
Engineering 
Coarct 
N 
DL 
Marketing 
V 
HM 
Customer 
Order 
Processing 
N 
RMiCA 


Reason 
for 
Change: 


Provide additional 
Instructions 
for installing 
D212-580-Q43 
lED Pulse Ught Kit in Bell 214 model aircraft. 


Documents 
Affected: 


0519656 
Rev. A 


PAPERWORK 
UPDATE m 
PARTSMUSTCOMPLY 0 
PREVIOUS PARTS SATISFACTORY 0 


# 
Quality 
Assurance 
Actions 
Reqd 
Rasp 
Notes 
Complete 
1 
Notify 
Previous 
Customers 
V 
SW 
Send copy to Eagle Copters 


2 
Notify 
Eurocopter 
France 
N 
3 


# 
En Ineetlng Actions 


4 
Required 
DocumentslDrawings 
Under 
Review 


5 
Update 
Master 
Document 
Ust (MOL) 


6 
Update 
Product 
Compatability 
Matrix 
.7. Create-Eurocopter 
Form-(-FEE-) 
_ 


8 
Notify TC / FAA of Change 
9 


Reqd 
Resp 
Notes 
N 


Y 
DC 
Updated 
to MDL-D212~580 
Rev. M 
N 
'N.' 
- 
- 
-_. 


N 


Com lete 


13.05.27 


# 
Document 
Control 
Actions 
Reqd 
Resp 
Notes 
Complete 
. 10 
Move 
Electronic 
Files/Design 
Journal 
V 
KJ 
11 
Update 
Product 
Speclficatlon 
Flies 
V 
KJ 
I I'" 
IY1 7V1< ,£ 


12 
Update 
ApprovedlPreliminary 
Owg PDF Files 
II 
IR" 
1\~.K7-"7J< >t' 
13 
Update 
Document 
Record 
(DR) 
N 


14 
Update 
Product 
Development 
Summary 
N 


15 
Update 
OS! 021 and/or 
STC Approval 
Ust 
N 


16 
Create/Update 
Parts / STC 
Database 
N 


17 
Update 
/ Verify 
ARC 
Database 
N 
18 
Create 
/ Update 
Change 
Record 
Form / Item Card Database 
N 
19 
Create 
/ Update 
PPP's 
N 
20 
Red Decals 
l'9Clulred? 
N 
21 
Update 
Document 
Control 
Database 
/ Laminated 
Owgs 
N 
;;: 


22 
Update 
Grey Project 
/ Electronic 
Binder 
PDF Files 
V 
KJ 


~ 
V 
23 
Update 
D-PartiM-Drawing/DSIJDEO 
Master 
Binders 
V 
KJ 
~ 
---' 
24 
Manufacturing 
Licensing 
Agreement 
Update 
N 


Description 
/ Action: 


- Update 
paperwork 
for 0212-580-043 
kits in stock. 


- Forward 
copy of DSI to Eagle 
Copters 


ECN Vertfied 
& Complete: 
_ 


H:\Forms\Engineering\approved 
online 
eng\ECNrevW.xls 


Oate: 
_ 


